| Think You Will Love This Music Too — Montage #95 
"Requiems for Organ/pour l'orgue” 



































Elapsed / | Work Details / Détails Performer(s) / Interpréte(s) 
Repère 
00:00 Marcel DUPRÉ (1886-1971) Ben van Oosten, organ/orgue 
Miserere mei, op. 46 Instrument: William Hill (1834), 
Birmingham Town Hall 
Maurice DURUFLÉ (1902-1986) Kathryn Turpin, Mezzo-Soprano 
Requiem, op. 9 William Clements, Baritone/baryton 
[Text(e): Traditional latin.Latin traditionnel] John Todd Cello, 
lain Farrington Organ/orgue 
Instrument: Great Organ, Chapel of St- 
John's College 
Choir of St John's College, Cambridge 
Christopher Robinson, 
conducting/direction 
08:18 l. Introit 
12:20 Il. Kyrie 
16:16 IIl. Domine Jesu Christe 
24:56 IV. Sanctus 
28:31 V. Pie Jesu 
31:41 Vl. Agnus Dei 
35:46 VII. Lux aeterna 
39:04 VIII. Libera me 








45:62 





IX. In Paradisum 
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Repère 
Louis VIERNE (1870-1937) Ben van Oosten, organ/orgue 
Messe basse pour les défunts (Low Mass for the Instrument: Cavaille-Coll, St Antoine des 
Dead), op. 62 Quinze-vingts, Paris 

48:53 l. Prélude 

53:29 Il. Introit 

57:44 IIl. Offertoire 

63:12 IV. Élévation 

65:32 V. Communion 

71:23 VI. Défilé 

(Total — 79:58) 





